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MEMORANDUM FOR: Director, Consolidated SAFE Project uffice/OJF 

FROM : 

Director o± tommu: 

SUBJECT: Project SAFE WBC Cable Plan 

REFER LUCE: uDP-0-590 , Dated 2 May 1980 


i 


ications 


We have reviewed the WBC cable plan and have no major 
comments or suggestions for improvement. The plan appears to 
be comprehensive and well organized. OC will be represented 
at the design review; the questions and minor concerns that 
surfaced during our review of the documents can be discussed 

at that time. 

✓ 

/cc: jJ/ODP 

STATINTL 


Approved For Release 2002/06/18 : CIA-RDP84-00933R000500070008-4 




